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Message Text 

UNCLASSIFIED 

PAGE 01 SANTO 02637 0I1533Z 
ACTION ARA-10 

INFO OCT-OI ISO-00 PM-04 NSC-05 SP-02 SS-15 A-OI 
SSO-00 NSCE-00 ARAE-00 /038 W 

0II536Z 023952/53 

O R 01 1500Z MAY 77 
FM AMEMBASSY SANTO DOMINGO 
TO SECSTATE WASHDC IMMEDIATE 800 
INFO SECDEF WASHDC 
ISA WASHDC 

UNCLAS SANTO DOMINGO 2637 

E.O. 11652: N/A 
TAGS: MILL DR 

SUBJECT: REQUEST EOR MEDICAL EXAMINATION OF MAJ. GEN. MELIDO 
MARTE AT WALTER REED HOSPITAL 

REP: STATE 122095 

1. GENERAL MARTE INFORMS US THAT BECAUSE HE IS REQUIRED TO REMAIN 
IN SANTO DOMINGO FOR AWHILE HE REGRETS HE WILL BE UNABLE TO KEEP 
APPOINTMENT SCHEDULED FOR HIM AT 8:30 A.M. JUNE 2 PER REFTEL. 

2. GEN. MARTE STILL HOPES, HOWEVER, TO VISIT US IN NEAR FUTURE AND 
WHILE THERE OBTAIN MEDICAL EXAMINATION AT WALTER REED. HE WILL 
ADVISE US WHEN SUCH VISIT BECOMES FEASIBLE. 

3. APPRECIATE WASHINGTON EFPORTS IN OBTAINING APPROVAL OF REQUEST. 
WILL ADVISE OF NEW DATES OF VISIT AS SOON AS GEN. MARTE INFORMS US. 
HURWITCH 
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